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Message Text 


UNCLASSIFIED 

PAGE 01 KABUL 01464 090356Z 
12 

ACTION SCSE-00 

INFO OCT-OI PASS-00 ISO-00 /OOl W 

096179 

R081124ZMAR 75 
FM AMEMBASSY KABUL 
TO SECSTATE WASHDC 1667 

UNCLAS KABUL 1464 

E.O. 11652: N/A 

TAGS: CASC AF (CHUNG, DEANNA) 

SUBJ: DIRECT RELAY CABLE 

FOR: MRS. HELEN CHEUNG 
177 S. M ALENA DR. 

ORANGE, CALIFORNIA 92669 
TEL: 714-633-1839 

UNABLE THUS FAR TO FIND DEANNA PER YOUR TELEPHONE REQUEST 
TO AMBASSADOR ELIOT. AS HOSPITALS AND POLICE HAVE NO RECORD, 
SHE PROBABLY SAFE. SNOW HAS DELAYED AIRCRAET AND MAIL, SO NO 
CAUSE EOR ALARM. WILL REPORT ANY NEWS. 

AMERICAN EMBASSY 
KABUL, AEGHANISTAN 
ELIOT 

NOTE BY OC/T: PASSED ABOVE ADDEE. 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975KABUL01464 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750082-0899 
From: KABUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750370/aaaacksm.tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: woolflhd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 SEP 2003 by buchantr>; APPROVED <30 DEC 2003 by woolflhd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DIRECT RELAY CABLE FOR: MRS. HELEN CHEUNG 
TAGS: CASC, AF, (CHUNG, DEANNA) 

To: STATE 
Type: TE 
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